DOCKETED ITEMS     101

9004240386 Responds to Generic Ltr 89-13 re svc water problems affecting safety-re-
lated equipmentRoutine sys walkdowns performed by operations personnel to ensure
sys parameters within required range.

CRUNK.S.L Sacramento Municipal Utility District. 90/04/17. KNIGHTON.G. Docu-
ment Control Branch (Document Control Desk). 2pp. 53587:076-53587:077.

9004260081 Submits request for addl info to continue review of 900326 interim relief
from Tech Spec 4.20, "Sys Gaseous Effluent Flow Rate Devices," including max
design flow rate for reactor bldg purge vent & auxiliary bldg stack.
REYNOLDS.S.A. Project Directorate V. 90/04/20. KEUTER.D.R. Sacramento Munici-
pal Utility District. 3pp. 53626:288-53626:290.

9005010254 Advises of completed first preliminary review of 891228 proposed Amend
182, "Defueled Tech Specs" & requests review of marked-up first draft version of de-
fueled Tech Specs.

REYNOLDS.SA Project Directorate V. 90/04/24. KEUTER.D.R. Sacramento Munici-
pal Utility District. 5pp. 53677:140-53677:205.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9004300203 Requests plan for ultimate disposition of facility to enable NRC to continue
review of 891227 Itr stating that possession-only license would be submitted on
900430. Adequate trained staff must be maintained.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/
25. BOGGS.D. Sacramento Municipal Utility District. 3pp. 53654:200-53654:202.

9005010182 Forwards exemption from 10CFR50.71,extending submittal of Amend 7 to
updated SAR until 900622.

LARKINS.J.T. Project Directorate V. 90/04/26. KEUTER.D.R. Sacramento Municipal
Utility District. 3pp. 53619:353-53619:361.

-9005010186 Exemption from 10CFR50.71,extending submittal of Amend 7 to updated
SAR until 900622.Action based on cessation of power operations on 890607 & com-
pletion of reactor defueling on 891208.

HOLAHAN,G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post
870411). 90/04/26. Sacramento Municipal Utility District. 3pp. 53619:356-53619:361.

9005010258 Forwards exemption from requirements of 10CFR50,App J, allowing facility
to discontinue performance of primary reactor containment leakage testing while in
defueled lay-up condition.

LARKINS.J.T. Project Directorate V. 90/04/26. KEUTER.D.R. Sacramento Municipal
Utility District. 3pp. 53677:225-53677:233.

-9005010262 Exemption from requirements of 10CFR50,App J,to allow facility to dis-
continue performance of primary reactor containment leakage testing while in de-

fueled lay-up condition.
HOLAHAN.G.M.  Divisioi

Division of Reactor Projects - III.IV.V &  Special  Projects (Post
870411). 90/04/26. Sacramento Municipal Utility District. 3pp. 53677:228-53677:233.

9005070275 Application for amend to License DPR-54,consisting of proposed Amend
184.Amend modifies license to possession only license authorizing util to possess
SNM mat! but not operate nuclear reactor.

KEUTER.D.R. Sacramento Municipal Utility District. 90/04/26. LARKINS.J. Document
Control Branch (Document Control Desk). 5pp. 53745:140-53745:153.

-9005070280 Proposed Tech Specs consisting of proposed Amend 184, modifying li-
cense to possession only license.

*  Sacramento Municipal Utility District. 90/04/26, 9pp. 53745:145-53745:153.

9005090005 Application for amend to License DPR-54,consistina of proposed Amend
182,Rev 1 .defining new long-term defueled mode Tech Specs & specifying applicable
requirements.

SHETLER.J.R. Sacramento Municipal Utility District. 90/04/30.  Document Control
Branch (Document Control Desk). 3pp. 53809:004-53809:178.

-9005090007 Proposed Tech Specs re long-term defueling.

*  Sacramento Municipal Utility District. 90/04/30. 77pp. 53809:007-53809:083.

-9005180018 "Certified Fuel Handler Training Programs."

*  Sacramento Municipal Utility District. 90/04/30.15pp. 53809:084-53809:098.

-9005180020 Rev 1 to CAP-0002, "ODCM."

*  Sacramento Municipal Utility District. 90/04/30. 80pp. 53809:099-53809:178.

9005150013 Forwards order confirming licensee commitment not to move new or spent
fuel into reactor bldg w/o prior NRC approval, per 891129 amend request & 900124
meeting.

LARKINS.J.T. Project Directorate V. 90/05/02. BOGGS.D. Sacramento Municipal Utili-
ty District. 3pp. 53824:315-53824:321.

-9005150014 Order modifying license.prohibiting licensee from placing nuclear fuel into
reactor bldg w/o prior approval from NRC.

MURLEY.TJE. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/
02. Sacramento Municipal Utility District 4pp. 53824:318-53824:321.

9005110213 Forwards notice of environ assessment & finding of no significant impact re
900213 request for exemption from 10CFR55.45(b).

REYNOLDS.S.A. Project Directorate V. 90/05/04. KEUTER.D.R. Sacramento Munici-
pal Utility District. 3pp. 53812:223-53812:229.

-9005110216 Environ assessment & finding of no significant impact supporting exemp-
tion from requirements for simulation & similator training per 10CFR55.45(b) & require-
ments of 10CFR55.59(a)(2) & (c)(3) & 10CFR55.33(a)(2).
LARKINS.J.T. Project Directorate V. 90/05/04. 4pp. 53812:226-53812:229.

9005220299 Forwards Rev 0 to Technical Svcs Administrative Procedure TSAP-4400,
"Environ Qualification Program." No irreversible action has been or will be taken until

i/09. LARKINS.J. Document
53900:357-53901:004.

-9005250155 Rev 0 to Technical Svcs Administrative Procedure TSAP-4400, "Environ
Qualification Program."
* Sacramento Municipal Utility District. 90/04/26. 7pp. 53900:359-53901:004.

9005160369 Requests temporary exemption from General Design Criteria 17, "Electrical
Power Sys"  as applicable  to use of diesel  generator sets as peaking power
supplies.Request based on special circumstances in 10CFR50.12(a)(2)(ii) & (iv)-(vi).
KEUTER.D.R. Sacramento Municipal Utility District. 90/05/10. LARKINS.J. Document
Control Branch (Document Control Desk). 3pp. 53853:352-53853:354.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005210072 Advises that 900412 request for interim waiver of compliance from Tech
Spec 3.2.2 re low temp overpressure protection when reactor defueled granted.
HOLAHAN.G.M.  Division of  Reactor  Projects -  III.IV.V & Special  Projects  (Post
870411). 90/05/14. BOGGS.D. Sacramento Municipal Utility District. 4pp. 53870:328-
53870:331.

9005230343 Responds to questions re request for interim relief from Tech Spec 4.20,
"Gaseous Effluent Sys Flow Rate Devices." Auxiliary bldg sys fans & grade-level
vents equipped w/ motors having 1.0 svc factor.

KEUTER.D.R. Sacramento Municipal Utility District. 90/05/15. Document Control
Branch (Document Control Desk). 3pp. 53907:343-53907:345.

9005090388 Correction to Suppl 2. to Generic Ltr 88-2p, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident rngt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005240211 Notification of 900531 biweekly meeting in Rockville.MD to discuss plant
decommissioning.

KALMAN.G. Project Directorate V. 90/05/21. MURLEY.T., RUSSELL,W., PARTLOW.J.
NRC - No Detailed Affiliation Given. 3pp. 53924:230-53924:232.

Q. Inspection reports, IE Bulletins & correspondence

9005040080 Forwards Mgt Meeting Rept 50-312/90-07 on 900319.Strategy for closure
of plant & recent mat & organization changes discussed.

ZIMMERMAN.R.P. Region 5. Ofc of the Director. 90/04/20. KEUTER.D.R. Sacramen-
to Municipal Utility District. 3pp. 53739:318-53739:348.

-9005040082 Mgt Meeting Rept 50-312/90-07 on 900319.Summary:status of activities
at plant.including organization & staffing, commitments.sys layup plans.spent fuel leak
investigation, sale of spare parts & power needs discussed.
RICHARDS.S. Region 5, Ofc of the Director. 90/04/20. 28pp. 53739:321-53739:348.

9005090090 Forwards Insp Rept 50-312/90-06 on 900402-05.Violation noted.
YUHAS.G.P. Region 5, Ofc of the Director. 90/04/24. KEUTER.D.R. Sacramento Mu-
nicipal Utility District. 3pp. 53779:219-53779:232.

-9005090092 Insp Rept 50-312/90-06 on 900402-05.One noncited violation
noted.Major areas inspected:followup on three violations identified during previous
emergency preparedness insp & operational status of emergency preparedness pro-
gram.

GOOD.G.M., YUHAS.G.P. Region 5, Ofc of the Director. 90/04/24. 11pp. 53779:222-
53779:232.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005070344 Ack receipt of 900108 & 0321 Itrs informing NRC of steps taken to correct
violations noted in Insp Rept 50-312/89-15. Violation B indicates need to provide in-
creased attention to ensure appropriate review & control of work activities.
ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/04/30, KEUTER.D. Sacramento
Municipal Utility District. 2pp. 53744:320-53744:346.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031. "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART,R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.Prussia.PA to promote better
